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shaay from NUERK BEL 0 . .( llU'/O 
is* t>* Sb/k 75), 12 km northeast 
near VOO>'BROT , T IV 52/E 17). * 




•epalred In a males shift wsy 
■ meter each). 


Pinpoint location: On the nup* 

Via jOTZXSTITM/E 21), to 8EH 

of OESSAU (M BP 'T, 

Leng thy. 654 a. 

nirtfch: 22 m » 8 ® at t:tie sees- on 

troaoway, 6.10 m, 2 sidewalks <v or> 

River clearanc e . _,ot stated. 

Tvoe of construction: Steel, a? th two through-main girders 
^pflTTng~^n~aWen _ ’c orv c r e t e piers* Concrete abutment; Eight spans 
“7 t - 66 SOB II - 69-60 m, II- - 73s SO m, IV - 90.50 m s V -12&.30m ; 
k „ qo’so m’ VII -'76.56 m, ULi - 69 60 m). Navigable channel 
nndfr span v! Of the sight hr 13 ** Fpans, span So. length 
125 m over the river, and the three adjoining spans VI, VII a,.. a 
* III ov*r the river flood area, war- destroyed (see attached 
sketch) . •‘■he piers ware urdsm* *f 

State of the reconst ruction w ork •. The bridge was repaired in 
*a£2effi'ijft' way In 104*. Th- destroyed, spans were bridged by 


eteel and wooden latticework superstructures. and six further 
supports 'one wooden and five concrete plera) were aaoec w£e» 
bridge spans IV thru VIII (see sketch), 

Load capacity : 80 tons 

Two annexes (s ketches ) 
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Bridge after demolition. 
Bridge after reconstructs r.n . 
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